CROMER  URBAN  DISTRICT  COUNCIL 


0O0 

THE  EIGHTY-SIXTH 


ANNUAL  RE 

PORT 

of  the 

MEDICAL  OFFICER 

OF  HEALTH 

and 

PUBLIC  HEALTH 

INSPECTOR 

for  the 

YEAR  ENDED  31  st 

; DECEMBER 

1970 


- 1 - 

CROMER  URBAN  DISTRICT  COUNCIL 
PUBLIC  HEALTH  COMMITTEE 


Mr.  A.  T.  Roberson 

Chairman 

Mr.  N.  C.  Louch 

Vice-Chairman 

Mr.  S.  L.  Allen 

Mrs.  H.  M.  G-raveling 

Mr.  A.  A.  E.  Beck 

Mrs.  R.  C.  Loynes 

Mr.  H.  V.  Brown 

Mr.  E.  E.  Ottaway 

Mr.  F.  H.  Chesterfield 

Mrs.  H.  B.  Robinson 

Mr.  A.  R.  Cobb 

Mr.  N.  H.  Troller 

Medical  Officer  of  Health 

Lydia  McMur do,  M.R.C.S.,  L.R.C.P.,  D.P.H. 

Public  Health  Inspector 

T.  B.  Adamson,  M.A.P.H.I. 

Additional  Public  Health  Inspector 


H.  Young,  M.A.P.H.I.,  M.R.3.H 


*■ 


- 2 - 

CROMER  URBAN  DISTRICT  COUNCIL 

REPORT 
of  the 

MEDICAL  OFFICER  OF  HEALTH 
for  the 

Year  ended  31  st  December,  1970* 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  the  honour  to  present  the  Annual  Report  for  the  year  1970. 

In  a district  where  catering  for  visitors  is  a major  industry  every 
care  must  be  taken  to  ensure  the  success  of  that  industry.  Unlike 
factory  conditions  so  much  depends  on  one  article  - food.  The  sale  of 
eatables  - be  it  a three  course  dinner,  fish  and  chips  out  of  a paper, 
or  a bar  of  chocolate,  cleanliness  is  essential.  It  is  only  by  continued 
vigilance  on  the  part  of  the  Public  Health  Department  and  full  cooperation 
of  the  purveyors  of  food  that  prevention  of  infection  is  ensured. 

Much  has  been  said  and  written  about  pollution  during  the  year  and 
the  subject  will  occupy  attention  for  many  years  to  come.  EffortB  are 
continually  made  to  ensure  a safe  environment.  Certain  artificial 

sweetening  agents  were  withdrawn  from  sale,  there  was  control  of  the  use 
of  certain  chemicals  in  pesticides,  and  investigation  into  the  use  of 
additives  to  animal  feeding  compounds.  There  is  concern  about  the 
pollution  of  the  rivers  and  the  sea;  pollution  of  the  atmosphere  by  noise 
as  bigger  aeroplanes  travel  farther  and  faster,  and  more  and  more  higher 
powered  motor  cars  hurtle  along  our  roads. 

The  advances  of  a technological  age  have  provided  greater  leisure 
time  but  the  pressures  of  modern  living  drive  man  to  artificial  aids  to 
relaxation  - alcohol,  tobacco,  tranquilizer s,  sedatives.  Man  poisons 
himself  in  order  to  enjoy  his  new  found  freedom. 
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General  Statistics. 

Area  in  acres 

1,158 

Population  mid  1969 

5,550 

Population  mid  1970 

5,460 

Rateable  Value 

£232,854 

Estimated  Product  of  Penny  Rate 

£940 

The  mid  year  population  is  90  less  than  in  1969. 


There  v/ere  70  births  and  113  deaths,  a natural  decrease  of  43 
(deaths  - births). 


Vital  Statistics 

1970 

1969 

England 

& 

Wales 

Live  Births 

70 

73 

7S47482 

Live  Birth  Rate  per  1,000  population  (adjusted) 

14.7 

15.2 

16.0 

Illegitimate  live  births  per  cent  of  live  births 

11 

10 

8 

Stillbirths 

— 

— 

10,341 

Infant  deaths  (deaths  under  1 year) 

- 

4 

14,269 

Infant  Mortality  Rates 

Total  Infant  deaths  per  1,000  live  births 

Deaths  of  legitimate  infants  per  1,000 

55 

18 

legitimate  live  births 

Deaths  of  illegitimate  infants  per  1,000 

45 

17 

illegitimate  live  births 

- 

143 

26 

Neo  natal  mortalily  rate  (deaths  under  4 weeks 
per  1,000  live  births) 

— 

27 

12 

Early  neonatal  mortality  rate  (deaths  under  1 week 

per  1,000  live  births) 

- 

27 

11 

Perinatal  mortality  rate  (stillbirths  and  deaths 

under  1 week  per  1,000  total  births) 

- 

27 

23 

Deaths  all  ages 

113 

126 

575,208 

Death  rate  (adjusted) 

10.4 

10.7 

11.7 

I am  happy  to  report  there  were  no  infant  deaths,  no  stillbirths  and 
no  maternal  deaths. 
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Causes  of  Death. 

Male 

Female 

Total 

Malignant  neoplasm,  oesophagus 

1 

- 

1 

Malignant  neoplasm,  stomach 

1 

- 

1 

Malignant  neoplasm,  intestine 

1 

4 

5 

Malignant  neoplasm,  lung,  bronchus 

3 

- 

3 

Malignant  neoplasm,  breast 

- 

2 

2 

Leukaemia 

1 

- 

1 

Other  malignant  neoplasms 

- 

3 

3 

Other  endocrine  etc.  diseases 

1 

— 

1 

Ischaemic  heart  disease 

19 

6 

25 

Other  forms  of  heart  disease 

6 

11 

17 

Cerebrovascular  disease 

7 

14 

21 

Other  diseases  of  circulatory  system 

1 

1 

2 

Influenza 

1 

- 

1 

Pneumonia 

9 

8 

17 

Bronchitis  and  emphysema 

4 

- 

4 

Other  diseases  of  respiratory  system 

- 

1 

1 

Peptic  ulcer 

- 

1 

1 

Cirrhosis  of  liver 

1 

1 

2 

Other  diseases,  genito-urinary  system 

1 

- 

1 

Diseases  of  musculo-skeletal  system 

- 

1 

1 

Motor  vehicle  accidents 

2 

- 

2 

All  other  accidents 

1 

- 

1 

TOTAL  ALL  CAUSES 

60 

53 

113 

The  commonest  cause  of  death  was  disease  of  the  heart  and  circulatory 
system  - 63  deaths  out  of  113,  that  is  35.73 $.  Apart  from  2 deaths  due  to 
accident  there  were  no  deaths  under  the  age  of  45  years.  As  would  be 
expected  the  age  of  highest  deaths  was  over  75  years  - 55$  of  deaths 
occuired  in  this  age  group. 

There  were  6 deaths  due  to  cancer,  that  is  5.3$  of  deaths  due  to 
malignant  disease,  of  which  2.6$  were  due  to  lung  cancer  - these  3 
deaths  occurred  over  the  age  of  65. 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b29129618 


INFECTIOUS  DISEASES 


1970 


1969 


1968 


Scarlet  Fever 
Whooping  Cough 
Measles 
Dysentery 

Infective  hepatitis 
Food  poisoning 


25  - 83 

1 - 2 


It  would  appear  from  the  table  that  Cromer  is  a very  healthy  area! 


Tuberculosis 


Pulmonary 

N on-Pulmonary 

Male 

Ti T 

2 

1970 

Female 

12 

4 

Total 

24 

6 

Male 

‘11 

2 

1969 

Female 

12 

4 

Total 

2l 

14 

16 

30 

13 

16 

29 

Two  new  cases  of  pulmonary  tuberculosis  were  added  to  the  register 
and  one  patient  removed  from  the  area.  There  were  no  deaths  from  the 
disease . 

PREVENTION  OF  INFECTION 

Norfolk  County  Council  via  the  School  Health  Service  and  Child  Health 
Clinios  provide  protection  against  tuberculosis,  whooping  cough,  diphtheria, 
tetanus,  smallpox  and  measles.  G-eneral  practitioners  also  provide 
immunisation  and  vaccination  against  all  the  diseases  above  except 
tuberculosis . 


The  following  table  shows  the  work  done  in  the  preventive  field  by 
General  Practitioners  and  County  Departmental  Medical  Officers. 


Type  of 
Vaccine 

— 

1 

Course 

Year  of  Birth 

1970 

1969 1 

1968 

1967 ; 

1 963  j Others  under 
-1 966  j 1 6 years 

Total 

Whooping 

Cough/ 

Diphtheria/ 

Tetanus 

(Triple 

antigen) 

Primary 

Re-in 

forcing 

13 

39 

2 

2 

12 

J 

1 

4 



34 

19 

— — 

Diphtheria/ 

Tetanus 

Primary 

Re-in 

forcing 

- 

_ 

1 

79 

— 

92 

1— 

Tetanus” 

Primary 

Re- in 
forcing 

z 

- 

- - ... 

I 

2 

33 

33 

Poliomyelitis 

Primary 

Re-in 

forcing 

T 

37 

3 

3 

9 

1 

1 

83 

39 

47 

137 

Measles 

i_.  - - 

Primary 

31 

19 

9 

21 

....  — 

6 

86 

- 6 - 


Age  at  vaccination 

r 1 ■ ■ - 1 - 

Under  1 year 

1 year 

2-4  years 

5 - 15  years 

Total 

Primary 

6 

35 

2 

- 

43 

Re-vaccination 

- 

- 

- 

6 

6 

TUBERCULOSIS  PROPHYLAXIS 

The  Norfolk  County  Council  offer  vaccination  against  tuberculosis 
to  all  13  year  old  children.  This  provides  some  protection  against 
tuberculosis.  There  is  still  the  risk,  though  small,  of  contracting 
the  disease  from  a hitherto  undetected  case. 

Vaccinations  carried  out  by  the  School  Medical  Officer  are  skwn  below; 


Number  of  children  eligible  194 

Number  of  acceptances  162 

Number  of  children  Heaf  tested  144 

Number  of  tests  read  134 

Number  of  positive  tests  10 

Tuberculin  index  7.4 

Number  vaccinated  123 


The  tuberculin  index  is  the  percentage  positive  readings  of  the 
total  readings. 

CHILD  HEALTH  CLINIC 

The  Norfolk  County  Council  under  the  National  Health  Act,  1946 
provide  a Child  Health  Clinic  at  the  Cromer  Health  Office.  This  clinic 
is  held  on  the  first  and  third  Thursday  each  month,  the  Medical  Officer 
attending  on  the  first  Thursday.  Immunisation  and  vaccination  programmes 
are  implemented  and  developmental  paediatric  examinations  of  the  children 
are  made  at  routine  intervals. 

In  conclusion  I would  like  to  thank  members  of  the  Public  Health 
Committee  and  Council  for  their  interest  in  the  work  of  the  Department; 
also  the  Staff  of  the  Urban  District  Council  and  the  Local  Health  Office 
for  their  help  in  the  preparation  of  this  Report. 

I have  the  honour  to  be 

Your  Obedient  Servant, 


Lydia  McMur do,  L.R.C.P.,  M.R.C.S.,  D.P.H. 
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PART  2 

CROMER  URBAN  DISTRICT  _ COUNCIL. 

annual  report  of  the  public  health  inspector 

FOR  THE  YEAR  1970 

To  the  members  of  the  Cromer  Urban  District  Council. 

Mr.  Chairman,  Ladies  and  Oentlemen, 

It  is  my  pleasure  to  present  to  you  my  ninth  Annual  Report  for  the 
year  1970  on  matters  affecting  the  well  being  and  public  health  of  the  community 
which  we  serve . 

The  maximum  time  available  was  again  devoted  to  premises  where  food  hygiene 
is  of  paramount  importance  and  by  reason  of  giving  good  advioe  and  guidance  where 
it  was  required,  I am  happy  to  report  that  it  was  not  found  necessary  to 
have  to  resort  to  prosecution  in  any  case. 

Routine  inspections  were  also  made  of  shops,  offices,  workplaces,  local 
authority  and  privately  owned  housing  accommodation  and  any  action  taken  was 
reported  to  and  dealt  with  at  the  regular  meetings  of  the  Committee. 

Comments  on  the  various  topics  are  made  in  the  body  of  the  report,  but 
I would  like  to  take  this  opportunity  of  recording  (a)  our  thanks  to  R.A.F. 
Coltishall  for  their  help  in  lending  a field  telephone  system  to  the  Council 
to  ensure  a greater  degree  of  beach  safety  during  the  summer  months  and  (b)  our 
thanks  to  the  County  Council  for  helping  out  with  the  clearing  of  oil  from  the 
beach  when  minor  pollution  came  our  way.  A cfemonstration  of  methods  for  dealing 
with  oil  pollution,  organised  by  the  County  Council  took  place  on  Cromer  beach  on 
5th  November,  1970. 

The  Committee  suffered  a great  loss  by  the  (hath  of  it’s  Chairman, 
Councillor  A.  T.  Roberson  in  December,  1970,  but  the  year’s  results  reflected  his 
great  interest  and  willing  helpfulness  in  all  public  health  matters.  My  thanks 
go  to  all  Committee  members  and  all  the  staff  for  their  cooperation  and  help 
received  throughout  the  year. 

I am,  Mr.  Chairman,  Ladies  and  G-entlemen, 

Your  obedient  Servant, 

T.  B,  Adamson 

Surveyor,  Public  Health  Inspector  and  V/ater  Manager  (in  1970). 


7th  February,  1972. 
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New  Houses  completed. 

during  the  year 

. •—  — — r 

(a)  By  Local  Authority 

(b)  By  any  other  Housing  j 
Authority 

(c)  By  private  persons 

Total  number  of  inhabited  houses  in  District  2,151 

Total  number  of  hoses  owned  by  Local  Authority  278 

ACTION  WITH  REGARD  TO  UNPIT  HOUSES 

Closing  and  Demolition  No.  of  Houses 

1 . Houses  demolished  in  Clearance  Area  — 

2.  Houses  demolished  not  in  Clearance  Areas 

3.  Houses  closed,  not  demolished  - 

4.  Any  other  houses  permanently  discontinued  as  dwellings 

and  not  included  in  above.  - 

Repairs 

Houses  made  fit 

3.  By  informal  action  43 

6.  By  owner  following  statutory  notice  8 

7.  By  Local  Authority  in  default  of  woners 

8.  Demolition  orders  revoked  after  reconstruction  - 

Houses  Patched 


HOUSING 


Vith  State 
Assistance 

13 


Unaided 


27 


Total 

13 

27 


9-  Houses  in  clearance  areas  still  in  use  at  end  of  year 

for  temporary  accommodation  4 

SLUM  CLEARANCE 

1 . Total  number  of  unfit  houses  as  originally  estimated  in 

1955  36 

2.  Total  number  of  unfit  houses  demolished  since  January 

1956  16 

3.  Demolition  Orders  made  during  the  year  0 

4.  Undertakings  (Sect.  17),  accepted  from  owners  9 

3.  Estimated  number  of  houses  in  the  district  remaining 

unfit  for  human  habitation.  32 


* 
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IMPROVEMENT  GRANTS 


A.  DISCRETIONARY  GRANTS  under  Sect.  30,  Housing  (Financial  Provisions) 
Act,  1938 

1 . CONVERSIONS 

Number  of  dwellings*  concerned  in  APPLICATIONS  received  this 
year  1 6 


B. 


Number  of  dwellings  in  applications  APPROVED  this  year 

(i)  owner- occupied 

(ii)  other 


7 

9 


2. 


Amount  of  grant  Council  approved  on  applications  this  year  £16,886 
Average  amount  of  grant  per  dwelling*  approved  on 

applications  this  year  £1,035.38 

IMPROVEMENTS 

Number  of  dwellings  concerned  in  APPLICATIONS  received  this 
year 


Number  of  dwellings  in  applications  APPROVED  this  year 

(i)  owner-occupied 

(ii)  other 

Amount  of  grant  approved  on  application  this  year 
Average  amount  of  grant  approved  per  dwelling  on 
application  this  year 

3.  C ONVERS I ONS/lMPR  OVEivi  ENT  S 

Total  number  of  dwellings  APPROVED  for  grant  in  the  area 
since  inception  of  scheme 

STANDARD  GRANTS  under  the  House  Purchase  and  H ousing  Act,  1959 , 
and  Housing  Act, 

Number  of  dwellings  concerned  in  APPLICATIONS  received 
this  year 

Number  of  dwellings  in  applications  APPROVED  this  year 


2 

2 

£895 

£447.50 


76 


23 


(a) 

Owner- occupied  (i) 

FULL  STANDARD  (normal  limit J 

) 14 

(ii) 

FULL  STANDARD  (higher  limit. 

) 9 

(iii) 

REDUCED  STANDARD 

— 

(b) 

Other  (i) 

FULL  STANDARD  (normal  limit ) 

) 

(ii) 

FULL  STANDARD  (higher  limit] 

) 

(iii) 

REDUCED  STANDARD 

- 
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Number  of  dwellings  concerned  in  standard  grants  PAID 
this  year 


7 


Amount  paid 


£1,300 


Number  of  amenities  provided: - 


Fixed  baths  or  showers 

Wash  basins 

Hot  water  supplies 

Water  closets 

Food  storage  facilities 


7 

7 

7 

3 


Average  grant  per  dwelling 


£1 86. 


Number  of  dwellings  concerned  in  higher  limit  grants 
PAID  this  year 


1 


Additional  grant-aided  work:- 


Number  of  bathrooms  added 


1 


Number  of  piped  water  supplies  installed 
Number  of  septic  tank  drainage  systems 
installed 

Number  of  dwellings  concerned  in  reduced  standard 
grants  PAID  this  year 


COUNCIL  HOUSING 


During  the  year  13  houses  in  Lynewood  Road  were  completed.  The  Council's 


Architects,  Messrs.  J.  Owen  Bond  & Son,  Norwich,  commenced  negotiations  regarding 
further  development  on  a site  adjacent  to  Howards  Hill  and  an  additional  piece  of 
land  had  been  acquired  to  enable  this  site  to  be  developed  more  satisfactorily. 
Construction  work  commenced  in  this  area  in  October,  1971. 


The  Council  House  maintenance  was  carried  out  entirely  by  direct  labour 


during  the  whole  of  the  year.  The  last  remaining  council  houses  requiring 
improvement  had  the  improvements  carried  out,  the  24  houses  concerned  being  all  of 
the  Council's  houses  in  Connaught  Road.  All  the  houses  are  now  provided  with 
indoor  T/.C.fe 


The  repainting  programme  was  carried  out  in  accordance  with  the  agreed  rota. 


The  Council  adopted  a policy  during  the  year  of  vetting  allegedly  sub- 
standard flats  prior  to  allocating  the  tenarts  Council  Houses.  As  a result 
it  is  hoped  that  over  a period  the  general  condition  of  flats  in  the  town  will 
improve  thus  providing  additional  units  of  accommodation.  Where  possible, 
owners  are  being  encouraged  to  take  advantage  of  improvement  grants.  To  date 
the  policy  seems  to  be  working  satisfactorily . 

COMMON  LODGING  HOUSES 

Referring  to  paragraph  7 of  the  Ministry  of  Health  Circular  1/71  no 
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Common  Lodging  Houses  are  in  existence  within  the  Urban  District. 

CARAVAN  SITES 

There  are  two  Caravan  Sites  and  one  Chalet  Site  pleasantly  situated 
within  the  Urban  District.  Details  are  as  follows 

ROYAL  LINKS  (Mrs.  E.B.S.  Arundel-Langloy)  - 96  Caravans  for  holiday  purposes 

(winter  storage) 

PINEY/OOD  (Mr.  Robt.  S.  Hill)  -123  Caravans  for  holiday  purposes,  (winter  storage) 

CHALET  SITE,  Overstrand  Road  (King's  of  Lewisham)  - 112  holiday  chalets. 

All  sites  are  conducted  satisfactorily,  and  the  owners  are  always  willing 
to  co-operate  as  much  as  possible. 

SSVAGE  AND  SEWAGE  DISPOSAL 

The  foul  sewerage  system  worked  satisfactorily  during  the  year  and 
improvements  were  carried  out  to  the  surface  water  system  to  cut  out  the  recurring 
flooding  which  in  recent  years  has  taken  place  in  the  Suffield  Park  and  Cricket 
Eield  areas.  New  surface  water  drains  were  laid  in  Station  Road  through  to 
Grove  Road  and  from  Cromwell  Road  along  the  south  and  west  sides  of  the  Cricket 
Field  through  to  and  including  Cliff  Avenue. 

The  present  means  of  sewage  treatment,  that  is  the  Settlement  Tanks 
below  the  Promenade,  again  worked  satisfactorily  during  the  year  and  were  pumped 
■and  cleaned  out  at  the  end  of  the  year.  The  condition  of  the  end  of  the  outfall 
sewer  under  the  boathouse  at  the  end  of  the  Pier  is  giving  some  concern  and  is  bein* 
kept  under  surveillance. 

STREET  CLEANSING 


It  was  noticeable  during  the  first  full  year  of  operating  the  Johnson 
Mechanical  Sweeper  that  a much  higher  standard  of  sweeping  was  achieved  with  the 
added  advantage  that,  with  the  water  jets  fixed,  it  is  possible  to  apply 
disinfectant  to  roads  occasionally.  However,  the  machine  cannot  operate  on  the 
footpaths  and  in  the  confined  spaces  where  only  hand  sweeping  is  possible  and  I 
am  afraid  that  there  was  a lowering  of  standards  in  those  places  to  save  the 
heavy  costs  of  operating  the  machine. 

Negotiations  took  place  with  Shoringham  Urban  District  Council  and  they 
availed  themselves  of  the  service  of  our  machine  for  a regular  period  each  week. 
This  obviously  has  advantageous  effects  to  both  Authorities.  A similar 
arrangement  was  being  v/orked  out  with  North  Vais  ham  U.D.C. 

PUBLIC  CLEANSING 

■*  "■<  m 1 ■■  ■ ■ 1 ■ ij» 

Refuse  collections  continual  satisfactorily  throughout  the  year  with 
the  use  of  the  Dennis  Paxit  IIA  Refuse  collection  vehicle  all  through  the  year 
and  using  the  small  side  loader  during  the  summer  months  and  part  time  during 
the  winter. 


REFUSE  DISPOSAL 


The  overall  management  of  the  Refuse  Tip  continued  satisfactorily 
during  the  year.  Daily  attention  was  given  by  a loccal  Contractor  to  the  Tip 
and  this  constituted  bull-dozing  the  refuse  over  a working  face  and  covering 
the  surface  with  top  soil.  Unfortunately  high  winds  proved  troublesome  again 
but  the  nuisance  created  by  loose  papers  and  plastic  bags  was  cleared  up  as  soon  as 
the  gales  subsided.  A new  entrance  was  constructed  into  the  Southern  end  of  the 
tip  to  facilitate  better  tipping  control  conditions.  The  old  entrance  directly 
from  Northrepps  Road  was  banked  over  and  abandoned. 

PUBLIC  CONVENIENCES 

Regular  maintenance  and  the  vigilance  of  the  regular  attendants,  proved 
a very  successful  policy  which  was  reflected  in  the  fact  that  complaints  regarding 
the  nine  sets  of  public  conveniences  during  the  year  were  minimal. 

INSPECTION  OF  MEAT  AND  OTHER  FO^DjS 

Routine  inspections  were  carried  out  in  various  shops  and  wholesale 
warehouses  in  the  district.  As  a result  25  certificates  were  issued  for  various 
types  of  food  during  tho  year.  It  is  still  the  Council's  policy  to  make  a charge 
of  lOp.  for  each  certificate  issued. 

FOOD  AND  DRUQS  ACT  1955 

Inspections  were  carried  out  during  the  year  and  it  was  not  found 
necessary  to  institute  proceedings  against  any  caterer  in  the  town.  The 
general  standard  is  still  improving  and  with  the  continued  vigilance  of  the 
Public  Health  Inspector  it  is  hoped  this  improvement  will  contirue. 


. 


. 

' 

' 
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FOOD  PRElISES 

FOOD  HYGIENE  ( G-ENSK.iL)  REGULATIONS  _ jlj/60 


As  requested  in  the  Ministry  oi  Health  Circular  1/68  para. 

8 (c)>  the  following  table  gives  the  required  information  of  food 
premises  - 


Category 


Hotel 
Restaurant 
Cai  e 
Butcher 
Baker 

Fishmonger 

Dairy 

Grocer 

Greengrocer  & Fruit 
Confectioner 
Public  Houses 
Poultry  & Eggs 
Schools 
Institutions 


TOTAL 


No.  of 

Complying 

| Premises  Reg. 

Complying 

1 

Premises 

Reg.  16 

| 19  applies 

Reg.  19 

(Washbasins) 

1 ( sinks) 

22 

22  1 22 

22 

j 

9 

9 

9 

9 

i 

i 

18 

18 

18 

7 

3 

2 

3 

18 

7 

7 

7 

3 

3 

3 

i 

5 

2 

2 

: 

3 

3 

3 

1 

16 

16 

16 

1 6 

8 

5 

6 

6 

i 

8 

6 

8 

7 

: 

12 

1 

3 

12 

12 

12 

3 

3 

3 

: 

7 

7 

7 

7 

| 

: 

122 

113 

116 

115 

1 
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WATER  SUPPLY 


The  Council  has  two  sources  of  supply,  viz;- 

(a)  At  Metton,  with  a potential  yield  of  72,000  gallons  per  hour  on 
a 16  hour  day,  and 

(b)  At  Roughton  Road,  with  a potential  ycld  of  12,000  gallons  per  hour 
on  a 16  hour  day. 

The  East  Suffolk  and  Norfolk  River  Authority  licensed  the  two  stations 
under  the  water  Resources  Act,  1963,  to  abstract  240,000,000  gallons,  and 
15,000,000  gallons  per  year  from  sources  (a)  and  (b)  respectively. 

The  Roughton  Road  Station  was  operated  during  the  summer  months  only. 
Demands  on  the  supply  in  tho-summer  keep  on  increasing  year  by  year  and  in  1970 
it  was  found  necessary  to  pump  water  during  peak  electricity  times. 

In  the  Metton  Station  it  was  found  that  No.  1 Borehold  pump  was 
gradually  losing  efficiency,  measured  in  November,  1 967 , as  a 6%  drop. 

Now  this  deficiency  has  just  been  rectified  by  the  withdrawing,  cleaning, 
overhauling  and  re-assembling  of  this  pump  in  May,  1970.  Wear  and  tear  damage 
was  slight  considering  the  pump  had  had  7 years  continuous  service  without 
overhaul . 


The  staffing  of  both  Stations  was  very  satisfactory.  Repairs  to  the 
Metton  pumphouse  are  still  outstanding,  otherwise  both  Stations  had  satisfactory 
working  during  the  year. 

The  amounts  of  water  produced  in  the  year  1970  were  from 

1970  1969 


Metton  225,618,000  gallons  226,224,000  gallons 

Roughton  Road  14,498,000  gallons  13,580,000  gallons 


240,116,000  gallons 


239,804,000  gallons 
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This  shows  an  increase  of  312,000  gallons  over  the  preceding  year, 

1969,  the  first  time  for  many  years  that  there  was  not  a substantial  increase  in 
the  total  quantity  of  water  produced.  Cromer  hater  District  showed  a substantial 
rise,  but  Erpingham  R.  D.  C.’s  requirements  fell  by  a corresponding  quantity. 


The  total  consumption  for  the  year  was  made  up  as  follows: 


Cromer  Water  District 
Bulk  Supply  to  Erpingham  R.D.C. 
supplies  to  Smallburgh  R.D.C. 
North  Walsham  U.D.C.) 

Bulk  supply  to  Erpingham  R.D.C. 

11  11  it  11  it 

II  It  It  !t  II 


(including 

and 


Ore sham 
Aylmer ton 
Shoringwood 


Gallons 

132,048,000 


83,183,000 
2,664,000 
1,791 ,000 
430,000 


240,116,000 


Treatment  of  the  borehole  water  produced  from  the  chalk  strata 
consists  of  Chlorination  and  ' Calgon'  Threshold  Treatment.  The  water 
is  not  liable  to  any  plumbo- solvent  action.  Sixteen  samples  were  sent 
during  the  year  to  the  Public  Health  Laboratory  in  Norwich  for  bacteriologic 
examination,  and  the  results  were  very  satisfactory  in  every  case.  Chemica 
analysis  of  both  sources  of  water  were  also  undertaken  with vholesome  results. 

There  is  a piped  supply  amounting  to  32p-  miles  of  water  mains 
throughout  the  whole  of  the  Cromer  Water  District,  which  includes  the 
parishes  of  Runton  and  Overstrand,  and  parts  of  the  parishes  of  Aylmerton, 
Felbrigg,  Northrepps  and  Roughton.  Arrangements  were  made  with  Erpingham 
R.D.C.  to  afford  a bulk  water  supply  to  Side strand. 

Normal  maintenance  was  carried  out  to  the  system  by  the  Department, 
and  the  principal  extensions  to  the  mains  were  made  in  the  various  new 
housing  estates,  with  tappings,  and  services  to  now  properties. 


cj  rH 


*• 


■ 

* 

• 

' 
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The  numbers  of  premises  supplied  by  the 

arej- 

Population 

(Winter) 

Cromer  Water  Undertaking 

Direct  By  To 

to  Stand  Other 

Houses  Pipes  Premises 

Cromer  U.D.  (Exclusive  of  caravans) 

5,500 

2,144 

7 

491 

Overstrand  Parish  (Est.) 

790 

370 

- 

45 

Runton  Parish  (Est.) 

1,390 

748 

- 

80 

Ayimerton  (Est.) 

222 

80 

— 

20 

Eelbrigg  (Est.) 

220 

64 

6 

7 

Northrepps  (Est.) 

180 

68 

— 

9 

Roughton  (Est.) 

V>i 

v_n 

1 

42 

- 

- 

8,W7 

3,516 

13 

652 

A plentiful  supply  of  good  wholesome  water  was 
the  year.  All  demands  were  met,  and  no  shortages  were 

provided  throughout 
reported. 

RODENT  CONTROL 

The  following  table  gives  details  of  the  work 
during  the  year  1970:- 

of  the  Department 

Properties  other  than  sewers 

Tvp 

e of  Property 

Non- 

Agricultural 

Agricultural 

1 . Number  of  properties  in  district 

2,640 

5 

2.  (a)  Total  number  of  properties, 

(incl.  nearby  premises), 
inspected  following  notification 

407 

(b)  Number  infested  by  (i)  Rats 

(ii)  Mice 

190 

18 

_ 

3.  (a)  Total  number  of  properties 

inspected  for  rats  and/or  mice 
for  reasons  other  than  notification 

1 64 

(b)  Number  infested  by  (i)  Rats 

(ii)  Mice 

159 

5 

— 

SEWERS 

4, 


Were  any  sewers  infested  by  rats  during  the  year?  NO. 


' . 

- 

• 

• 

• 

*• 

* - 
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FACTORIES  ACT . 1 961 

Annual  Report  of  the  Medical  Officer  of  Health  in  respect  of  the 
year  1970,  for  the  Urban  District  of  Cromer,  in  the  County  of  Norfolk. 

Prescribed  particulars  on  the  administration  of  the  Factories 

Act,  1961. 

PART  I OF  THE  ACT 

1 . INSPECTIONS  for  purposes  of  provisions  as  to  health,  (including 

inspections  made  by  Public  Health  Inspectors). 


Premises 

0) 

Number 

Number  of 

on 

Register 

(2) 

. 

Inspections 

(3) 

I 

Written 

Notices 

(4) 

Occupiers 

prosecuted 

(5) 

(i) 

i 

1 

\ 

Factories  in  which 
Sections  1,  2,  3, 

4 & 6 are  to  be 
enforced  by  Local 
Authorities 

9 

' 

, (ii) 

! 

Factories  not 
included  in  (i)  in 
which  Section  7 is 
enforced  by  Local 
Authority 

. 

1 

i 

j 

t 5 

(iii) 

Other  premises  in 
which  Section  7 is 
enforced  by  the 
Local  Authority, 

( excluding 
outworkers ’ 
premises) . 

1 

1 

1 

7 

1 

1 

| 

j 

1 

1 

TOTAL 

40 

1 - - 1 ■ 

; 5 

i 
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Cases  in  which  DEFECTS  were  found.  (if  defects  are  discovered  at 
the  premises  on  two,  three  or  more  separate  occasions,  they  should 
be  reckoned  as  two,  three  or  more  ;'cascs"). 


Particulars 


(1) 


Number  of  cases  in  which  defects  I Number  of  j 
were  found  \ cases  in 

, SeTorrocT ! whioh  Prose~  | 

To  H.H.  By  H.M.  • 0utl0ns 
Found  Remedied  Inspector  Inspector ! were  lnstltu1 
(2)  (3)  (4)  (5)  | tid'(6) 

I 


| Sanitary  Conveniences  j 

5 (3.7). 

) (a)  Insufficient 
! (b)  Unsuitable  or 
defective 

■(c)  Not  separate 
for  sexes 


TOTAL  j 

s 

- - 

- 

— 

• 

, j. 

1 

UUTWUitii 

1 

Nature 

of 

| 7/  ork 

• 

• 

No . of 
out-workers 
in  August 

No.  of 
cases  of 
default 

No.  of 
prosecu- 
tions for 

No.  of 
instances 
of  work  in 

( 

• 

1 

• 

• 

list  required 

in  sending 

r&ilure 

unwhole- 

Notices 

Prose-j 

by  Section 

133  (1)  (o) 

list  to 
the  Council 

;o  supply 
.ists 

some 

premises 

served 

cut i or 

(D 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

-4 


Umbrellas 

etc. 


15 


y 

i 
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THE_  OFFICES . SHOPS  & RAILWAY  PREMISES  ACT  L _ _1963 
Registrations  and  general  inspections: - 


Class  of  premises 

(i) 

! No.  of 
! premises 
! newly 
registered 
during  year 
(2) 

Total  number 
registered 
premises  at 
end  of  year 

(3) 

| No.  of  registered  premises 
j receiving  one  or  more  general 
i inspections  during  the  year 

(4) 

Offices 

40 

21 

Retail  Shops 

- 

106 

63 

Wholesale  shops. 

warehouses 

— 

6 

4 

Catering  establishme 

nts 

qoen  to  the  public. 

canteens 

- 

32 

18 

Fuel  storage  depots 

— 

2 

2 

TOTALS 

- 

186 

* 

108 

Analysis 


in  re 


Class  or  workplace 

No.  of  persons 
employed 

Offices 

218 

Retail  Shops 

449 

Wholesale  departments,  warehouses 

54 

Catering  establishments  open  to  public 

154 

Canteens 

2 

Fuel  storage  depots 

12 

TOTAL 

889 

Total  Males 

413 

1 

Total  Females 

476 
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Inspections  under  this  Act  were  carried  out  during  the  year. 
Premises  were  found  to  be  in  a reasonable  condition  in  most  cases. 
Where  minor  works  were  required  it  was  possible  to  get  these  done 
by  informal  action  with  the  owners  concerned. 

TABLE  OF  INSPECTIONS  MADE  DURING-  THE  YEAR 


Housing  Inspections  - 

Private 

140 

- 

Council  (Occupied) 

182 

Food  Inspections 

Shops 

78 

- 

Cafes 

79 

- 

Hotels 

42 

- 

Others 

64 

Public  Health  Nuisances 

Informal  Action 

62 

Public  Health  Nuisances 

Statutory  Action 

8 

Food  - Foreign  Bodies 

12 

Rodent  Control 

34 

Public  Conveniences 

139 

Refuse  Tip 

217 

Water 

78 

Factories  - Power 

3 

- Non  Power 

- 

Building  Regulations 

413 

Drainage 

118 

Disinfestation 

11 

Offices,  Shops  & Railway  Premises  Act,  1 963 

67 

New  Council  House  Building  7 

311 

Caravans  and  Chalets 

14 

Unsound  Food  Notices  - No.  of 

certificates 

23 

" 


. 

